CENTER  CHURCH,  NEW  HAVEN,  CONN. 

THE  MEETING  HOUSE.  The  fourth  house  of 
worship  of  the  Church,  dedicated  in  1814. 
According  to  J.  Frederick  Kelly,  "a  dignified 
and  imposing  structure  possessing  stately  grace 
and  architectural  elegance  —  the  most  monumental 
religious  edifice  in  the  state."  The  Church  was 
founded  in  1638. 
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